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April 12, 1968 


Dear Chuck: 

Attached offer has been received from | for th< 
purchase of three air conditioners. It is felt this 
offer is fair and reasonable; there is no requirement 

by the PSO. 

If the offer is acceptable, please advise the 
contractor with an information copy to me. 


STATINTL 


STATINTL 
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STATINTL 


CONTRACTOR INVENTORY LISTING 


25X1 




C ASF NO. 19LO-3 PAfiF 1 OF 1 


DATE 


"28 March 1968 


DESCRIPTION OF INVENTORY 


Units were purchased commer daily (Sears & Roebuck) to provide 
a supplementary source of Air Conditioning during EMR/OPS AGE 
Marriage Testing. Units are presently excess to Contractor 
requirements. Contractors In-Plant Engineering Group have offered 
$150.00 each for units. 


CONTRACTOR RECOMMENDATION 


DISPOSITION OF INVENTORY 
PSO COMMENT 


STATIN 


That the above $L50.00 offer be 
F-L accepted and credited to the 
above ^on^raot. 


AUTHOR 


ITEM 

NO. 


XT 


! T~ 


DESCRIPT 


AUTHORIZED REPRESENTATIVE 


DATE 


ON 


ITEM 


PART NO. 


QTY. 


ESTIMATED COST 


UNIT 


EXTENDED 


Air Conditioner, Window Type 


250.00 


750.00 
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STATINTL 
25X1 
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CONTRACTOR INVENTORY LISTING 


CQJiXfiACT NO. / ■ 

( 657 ) - IL 28 L 4.6 

CASE NO. 19LO-3 PAOF 1 OF 1 

DATE 28 March 1968 



I DESCRIPTION OF INVENTORY 


STATIN 


Units were purchased commercially (Sears & Roebuck) to provide 
a supplementary source of Air Conditioning during EMR/OPS AGE 
Marriage Testing. Units are presently excess to Contractor 
requirements. Contractors In-Plant Engineering Group have offered 
$150.00 each for units. 


CONTRACTOR .RECOMMENDATION 

That the above $L50.00 offer be 
L accepted and credited to the 
above contract . 


DISPOSITION OF INVENTORY 
PSO COMMENT 


autH 




ITEM 

NO. 


TT 




DESCRIPTION 


AUTHORIZED REPRESENTATIVE 


DATE 


ITEM 


Air Conditioner, Window Type 
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PART NO. 


QTY. 


ESTIMATED COST 


UNIT 


250.00 


EXTENDED 


750.00 







